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SUBJECT: MEDICAL TREATMENT OF LT. GEN. J.L. HUANG 
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1 . DOD HAS APPROVED TREATMENT OE GEN. HUANG AT WALTER 
REED ARMY MEDICAL CENTER. 

2. REQUEST PREFERENCE DATES OF GEN. HUANG'S ARRIVAL IN 
ORDER TO FINALIZE APPOINTMENT. VANCE 
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